ALERT ADVERTISING AGENCY, GALVESTON, TEXAS 


EDSON HOTEL 

An Affiliated National Hotel 
BEAUMONT, TEXAS 

350 outside rooms, air conditioned, each with 
bath, servidors, and circulating ice water. 
Lobby and all public space air conditioned. 
One of Texas' outstanding hotels, offering a 
complete service to guests. The coffee shop 
offers superior food at moderate cost. 

Radio in Every Room — Television 
Home of the Beaumont Club 
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Texas Tallest 



HOTEL EDSON 
BEAUMONT, TEXAS 
An Affiliated National Hotel 
































